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Platt, Florida 


From Wikipedia, the free encyclopedia Coordinates: 27.092°N 82.002°W 


Platt is an unincorporated community in DeSoto County, Florida, United States. It is located about 3 miles (4.8 km) 
west of Fort Ogden. 


Geography [edit] 
It is located at 27.092°N 82.002°W, its elevation 20 feet (6.1 m).!1] 


References [edit] 
1. ^ Platt, FL Community Profile 


vite: Municipalities and communities of DeSoto County, Florida, United States 
County seat: Arcadia 
City Arcadia - 
CDP Southeast Arcadia - 
Unincorporated Brownville - Cubitis - Fort Ogden - Hull - Joshua - Lake Suzy: Lansing - Nocatee - Platt - Southfort 
communities - 
Ghost town Pine Level - 


= 
a This Florida state location article is a stub. You can help Wikipedia by expanding it. 
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